THE ARCHITECTURAL 


FORUM 


ARCHITECTS, DESIGNERS AND PLANNERS 
Abramovitz, Max, New York Philharmonic at 
Lincoln Center, Apr 
Architects Collaborative, The, with Samuel 
Glaser & Assocs., John F. Kennedy Federal 
Office Building, Boston, Mass., Apr 
Architectural Assocs. of Colorado, with 
Pietro Belluschi, and Sasaki, Walker & 
Assocs., Inc. » Engineering Sciences Cen- 
ter, University of Colorado, Boulder, 


Ashley, Myer & Assocs., Marlboro College 
Library, Marlboro, Vt., Dec 

Austin-Smith, Salmon, Lord, British of- 
ficers' family quarters, Malta, Sept 

Becket, Welton & Assocs., office building, 
Government Center, Boston, Mass., Apr 

Becket, Welton & Assocs., North Carolina 
Mutal Life Insurance Co. headquarters, 
Raleigh, N.C., May 

Belluschi, Pietro, with George M. Ewing Co., 
Rohm & Haas Co. office building, Philadel- 
phia, Pa., Sept 

Bennett, Hubert, Canada Estate Apts., Lon- 
don, England, July/Aug ‘ 

Blessing, Charles Alexander, Detroit city 
planning, June... 

Brenner-Danforth, Rockwell, Grehen Founda- 
tion headquarters, Chicago, Ill. (renova- 
Cigw), APE. cccccccccceces 

Breuer, Marcel, engineering laboratory, 
Yale University, New Haven, Conn., Dec.... 

Breuer, Marcel, Whitney Museum of American 
Art, NYC, Sept 

Brolid, Sven, with Nils Einar Eriksson, 

* Stig Hanson, Walter Kiessling, heating 
plant, Vastra Frolunda, Sweden, May.. 

Burnham & Root, Monadnock Building, Chicago, 
Ill., Apr.. 

Callister, Payne & Rosse, field house, 
Univ. of California, Santa Cruz, Calif., 

Campbell & Aldrich, First matienal Bank of 
Boston Data Processing Center, Boston, 


Candilis, Josic & Woods, apartments, Aix- 
en-Provence, France, Sept 

Candilis, Josic & Woods, Clos d'Orville 
housing, Nimes, France, July/Aug 

Casson, Conder & Partners, Elephant and 
Rhinoceros House, London Zoological Gar- 
dens, London, England, Nov.. ; 

Catalano, Eduardo, with Robert C. aeenen 
and Paul Shimamoto, Grover M. Hermann & 
Julius Adams Stratton buildings, MIT, Cam- 
bridge, Mass., Nov...... 

Caudill, Rowlett, Scott, Larsen Hall, 
Harvard University, June... 

Clauss, Alfred, New Jersey Departments of 
Health & Agriculture offices & laboratories, 
Trenton, N.J., June. 

Dallegret, Francois, Le Drug, Montreal, 
Quebec, Canada, Apr 
Davis, Brody & Associates, Riverbend Pro- 
ject, Harlem, N.Y., July/Aug 
DeCarlo, Giancarlo, Libera Universita di 
Urbino, Italy, Apr 
Design Group, The, YMCA, New Delhi, India, 
July/Aug... 

Doshi, Balkrisha Vithaldas, me work, Dec. 
Ehrenkrantz, Ezra D., School Construction 
Systems Development " Demonst rat ion Build- 
ing, Palo Alto, Calif., 

Eiermann, Egon, German Embassy, Washington, 
D.C., May.. 


Index to Volumes 122 & 123 


April to December, inclusive, 1965 


Ellis, Peter, Oriel Chambers and No. 16 
Cook Street, Liverpool, England, Nov...... 
Erickson & Massey, Simon Fraser University, 
Vancouver, B.C., Canada, Dec.............. 
Esherick, Joseph, Donald McLeod house, 
Belvedere, Calif. 

Goeters, H.F.P., with F. Carrington Weems, 
scheme for West Downtown Urban Renewal 
Competition, Louisvill, Ky., July/Aug 
Goldberg, Bertrand, Marina City, Chicago, 


Goodman, Charles M. & Assocs., housing in 
Lake Anne Village, Reston, Va., July/Aug.. 
Harnden, Peter, Costa Brava house, near 
Cadaques, Spain, May 

Harrison, Wallace K., etvepeliten eens 
House, New York's Lincoln Center, Apr 
Harrison, Wallace K., Metropolitan Opera 
House, New York's Lincoln Center, June... 
Harrison & Abramovitz, office & apartment 
buildings adjacent to UN, NYC, Dec 
Hellmuth, Yamasaki & Leinweber, Pruitt-Igoe 
housing project, St. Louis, Mo., Dec 
Hornung, K.E., Milwaukee Railroad Terminal, 


Hoyle, Doran & meee. War Memorial Auditor- 
ium, Boston, Mass., May 
Johansen, John, Florence Virtue Cooperative 
Townhouses, New Haven, Conn., July/Aug.... 
Johnson, Philip, Kline Science Center, Yale 
University, New Haven, Conn., June 
Johnson, Philip, New York State Theater, 
New York's Lincoln Center, Apr 
Kahn, Louis, Bryn Mawr dormitory, Bryn Mawr, 
Kahn, Louis, Salk Institute for Biological 
Research, La Jolla, Calif., May........... 
Kallman, McKinnell & Knowles with Campbell 
& Aldrich, Boston City Hall, Boston, Mass., 
Bas 40:4 90bedseee 
Katselas, Tasso, Pennley Park housing, 
Pittsburgh, Pa., July/Aug.......-eeeeeeees 
Kelly & Gruzen, Chatham Towers, NYC, May... 
Keyes, Lethbridge & Condon, Tiber Island 
housing, Washington, D.C., July/Aug....... 
Kiesler, Frederick, Shrine of the Book and 
Sanctuary for the Dead Sea Scrolls, Jeru- 
Salem, Sept... ccccccccccccccccesescessecs 
Kowalski, Piotr, explosive sculpture, Dec.. 

Le Corbusier (special issue), Oct 

Le Corbusier, Swiss Pavilion, Paris, France, 
by S. Woods, June..........02.-0-- 

Lloyd & Morgan, with Wilson, Morris, Crain 
& Anderson, Harris County domed stadium, 
Houston, Tex., May ceccccccenecsoce 
London Ministry of Public Building & Works 
Post Office Tower, London, Nov............ 
Luckman, Charles, Assocs., Prudential Tower 
& Sheraton-Boston Hotel, Boston, Mass., 
May. .cccc 
Lundy, Victor, IBM offices, Cranford, N.J., 
June.... 

McNulty, Thomas & Mary, McNulty house, 
Lincoln, Mass., Nov 
Martorell, Bohigas & Mackay, Calle Navas de 
Tolosa Apts., Barcelona, Spain, July/Aug.. 
McKim, Mead & White, Pennsylvania Station, 


Mies van der Rohe, Federal Office Building, 
Chicago, Ill. 

Mies van der Rohe, Highfield House, Balti- 
more, Md., Dec 

Mies van der Rohe, Westmount Center, Mon- 
treal, Quebec, Canada, May 

Moretti, Luigi, Watergate East, Washington, 
p.c.. Nov P34 





Murphy, C.F. Assocs., with Skidmore, Owings 
& Merrill and Loebl, Schlossman & Bennett, 


Civic Center, Chicago, Ill., Apr.......... 40 
Nervi, Pier Luigi and Luigi Moretti, Place 
Victoria, Montreal, Quebec, Canada, May... 26 
Neski, Julian, house, Eastern Long Island, 
ess BR oc ceca cdvidveccoees ite av aetna a 58 
Orr, Douglas and Philip Johnson, Laboratory 

of Epidemiology and Public Health, Yale 
University, New Haven, Conn., May......... 46 
Pani, Mario, immigration station, Nogales, 
MORICO, BOPt..nccccccccccccscceccecccccsoces 48 
Parkin, John B. & Assocs., control tower, 
Toronto International Airport, Toronto, 
Gntario, Camada, JURE. .ccccccccccccccccces 23 
Parkin, John B. & Assocs., Sifto salt mill 

and warehouse, Goderich, Ontario, Canada, 

pT PEST Oe TTT TT ETT eee TOT TT CTT ee eT ee 23 
Paulsen, Gardner & Assocs., Shapero Hall of 
Pharmacy, Wayne State University, Detroit, 


Mich., DeC.cccccccece ecccce oceecsecercecoce 27 
Pei, I.M, & Assocs., Gaiversity village, 
New York University, NYC, Sept. eeceeece 47 


Pereira, William L. & Assocs., Les " angeles 
County Museum of Art, Los Angeles, Calif., 


May. ccccccece ecccccece tcibetesetanoesnces $F 
poukine & Will, " Janes Whitcomb Riley Center, 
Indianapolis, Ind., Sept.....-.-+seeeeeees 57 


Polshek, James stevast, Teijin Textile Pro- 
cessing Research Laboratory, Ibaraki, Japan, 
MOY eo cccccccccccccccescccces sccesesscecgece §0 
Rainer, Roland, with Max Gummo and Gunter 
Hafemann, Sportspalast, Bremen, Germany, 

JUNE. cc cccccccces ecccecooeece $esesiee bene o- 2 
Revell, Viljo, with John B. Parkin & 


Assocs., Toronto City Hall, Toronto, 
Canada, Nov 


Daweh asoenmenetan piebesebenaee 15 
Rosselli, Alberto, concrete tower for techni- 
cal equipment, Dec...... Ce rcccccccccccccecs 60 


Roth, Bmery & Sons, with Hoyle, Soren L 
Berry, State Office ne Boston, Mass. 


ADE. ccccccceoccecceoce TTT CTT TCT eT 30 
Ruthner, Othmar, highrise greenhouse, 

Vienna, Austria, Dec....... cocccosseocecoe 28 
Saarinen, Eero, Gateway Arch, St. Louis, Mo, 
BBC. cccccccces ee COSC COCO OSCE EEOCeCOO OS 28 
Saarinen, Eero, CBS Building, NYC, June. 138 


Saarinen, Eero & Assocs., with Skidmore, 

Owings & Merrill, Vivian Beaumont Theater, 

New York's Lincoln Center, Apr...........- 36 
Saarinen, Eero & Assocs., with Skidmore, 

Owings & Merrill, Vivian Beaumont Theater, 

New York's Lincoln Center, June........... 22 
Saarinen, Eero & Assocs., Knights of Colum- 

bus building, New Haven, Conn., Sept...... 72 
Saidie, Moshe, Habitat 67, Montreal Expo 67, 
Canada, JUly/Aug.ccccccccccccccccccccccccs 69 
Sert, Jackson & Assocs., Roman Catholic 

Chapel, Boston Government Center, Boston, 
MaSS., JUM@.. cc ccccccrccccccccccscecsccces 64 
Sheffield City Architect's Department, Hyde , 
Park Tergaces, Sheffield, England, Sept..: 46 
Shepley, Bulfinch, Richardson & Abbot, Carl 

S. Ell Student Center, Northeastern Univer- 
Sity, Boston, Mass., May......eesseseeeres 25 
Shiffer, Edward T., Pratt Institute project 
demonstrating cutting costs of high-rises, 

TUL Y/AUG sc cccccccccscccccccccccessccsccees 80 
Sici, Roman Fresnedo, with Justement, Elan, 
Calimer & Kid, American Health Organization 
CIN. DO icccccocccsscisceatccssoecces 
Skidmore, Owings & Merrill, administrative 
offices, University of Illinois, Chicago, 

BER sg PMB ccccrcocvccceccvecesesoessecece 20 
Skidmore, Owings & Merrill, Brunswick Build- 
ing, Chicago, I1l., Jume........eeeeeeeees 24 
Skidmore, Owings & Merrill, Brunswick Build- 
ing, Chicago, I11l., Apr... ..sseeeseeeeeeees 40 
Skidmore, Owings & Merrill, Chicago Circle 
Campus, University of Illinois, Apr....... 38 
Skidmore, Owings & Merrill, Chicago Circle 
Campus, University of Illinois, Sept...... 21 
Skidmore, Owings & Merrill, Inland Steel 
Building, Chicago, I1l., APr....sseeeeeees 40 


Skidmore, Owings & Merrill, John Hancock 
Center, Chicago, Til... ADP. cccccccccccces 
Skidmore, Owings & Merrill, Library and ° 
Museum of Performing Arts, New York's 
Lincoln Center, June.. 


Skidmore, Owings & Merrill, Macy’ s Queens, 
Peele TIN a :610).56 91 orale Qrareiaveierateracdia.ccaieybere 
Skidmore, Owings & eens. with Eero Saarirm 
en & Assocs., Vivian Beaumont Theater, New 
York's Lincoln Center. Apr.......-sseeeees 
Slater, Edward W., church, Rocky Point, 
ee as) Is ioc ela a seioilbs 6 ‘Bimcay sia ea einsiwiewaimieieiaiaw 
Smith, Chloethiel Woodard, houses in Lake 
Ann Village, Reston, Va., July/Aug........ 
Smith, Chloethiel Woodard, townhouses, 
a Ok I a 6:10 6h ig a ab franca aievond dua. scezaaie 
Smith, Chloethiel Woodard, Washington sky- 
ee IN 5 I os6 55 sa 0 od. S Aorandin.beldiesiewrsc-s 
Smith, Donald Powers, Carillon, San Fran- 
CROER, CES. , Be ockciccnccnscdceccesass 
Smithson, Alison & Peter, Economist build- 
ings, London, England, May..........eceee0% 
Taliesin Associated Architects, Lincoln In- 
come Life Insurance Company, Louisville, 
Meo eink rato k-b.15:51eis oie Bisisiarsinia-eeleme wens aliases < 
Tange, Kenzo, Roman Catholic cathedral, 
Ws , TI oases 55 50:0:8ese crs0090:4010!0'0.0 
Urbahn-Roberts-Seelye-Moran, Vertical As- 
sembly Building, Cape Kennedy, Sept....... 
Weese, Harry, Adler-Sullivan Auditorium 
Theater restoration, Chicago, Ill., Nov... 
Weese, Harry, IBM headquarters, Milwaukee, 
Rass) MITA a) 4c wie ibaa bore mialaiae a cbed saiainie- Biene-0:e 
Whittlesey & Conklin, townhouses, apart- 
es, ie. ike: 5 a 0 n6:h shot iecees snes 
Whittlesey & Conklin, housing, Lake Anne 
Village, Reston, Va., July/Aug.......cccee- 
Wurster, Bernardi & Emmons, Ghirardelli 
Square, San Francisco, Calif., June....... 
Wurster, Bernardi & Emmons, with DeMars & 
Reay, Anshen & Allen, Golden Gateway pro- 
ject, San Francisco, Calif., APP... ccceces 
Wurster, Catherine Bauer, an appreciation 
by Douglas Haskell, Apr 
CHURCHES 
Church, Rocky Point, N.Y., Edward W. Slater, 
BEE ng GID so. 0 6.00: 0:660:0:6044606 608000620600 
Roman Catholic chapel, Boston Government 
Center, Boston, Mass., Sert, Jackson & 
Assocs., AFChts., JUNE... .ccccccccccccccoecs 
Roman Catholic Cathedral, Tokyo, Japan, 
Kenzo Tange. Archt., Sept 
CITES 
Barcelona, Spain, development of urban liv- 
ing, by Sibyl Moholy-Nagy, July/Aug 
Boston Government Center, Apr. 
Boston War Memorial Auditorium and Pruden- 
Cial Comter, BRy..ccccccccccccccccccceccce 
A city is not a tree, by Christopher Alex- 
ander, Part I, Apr., Part II, May 
Chicago, Dearborn Street, Apr 
Columbus, Ind., the town that architecture 
made famous, Dec........ cecilia eas a seeie- eles miac ae 
Detroit and the vision of Charlie Blessing, 
JUNE. cc ccccccccce Ceeeeescecreeecoeseoocccee 
Indianapolis, Ind., renewal, Sept... 
LBJ and the city, Apr 
Louisville, Ky., downtown renewal competi- 
tion, July/Aug......... kdaibhinekinw enna aes se 
New York City, sleughter on Sixth Avenue, 
Mi 66 diowawsinc:s ii aiaiteas 
New York City, Architects Renewal Committee 
NN GE a ocsccsddiainoee.crbe badass meas 
New York City, West Side urban renewal, 
Reston, Va., Whittlesey & Conklin, Archts., 
RN Sh0 0 4h a drace era ae aiaidin wide aaa amadiead ave 


St. Louis, Mo., Gateway Arch, Eero Saarinen 


ey 


Peewee reser esesesses 


Archt., alee ee 


San Francisco, Ghirardelli Square, Wurster, 
Bernardi & Emmons, Archts., June.......... 

San Francisco, Golden Gateway Project, Apr. 

Tax policies and private enterprise's at- 
tempts at urban renewal, Nov.............. 
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Washington, D.C., SUGANO, Coc idiccsciccncse 
Washington, D.C., 20-year plan, Nov. 
COMMERCIAL BUILDINGS 


Highrise greenhouse, Vienna, Austria, Othmar 


Ruthner, designer, Dec.............see0e: ° 
Le Drug, Francois Dallegret, designer, Apr. 
Macy's Queens, N.Y., Skidmore, Owings & 
Merrill, Archts., Nov 
CRITICISM 

After the bulldozer (discussion of The Fed- 
eral Bulldozer by Martin Anderson), May... 


Good grief: Now they're knocking good 
RN ix MMII ie tara ratbn. did aibsooae bic wee 


CULTURAL BUILDINGS 
Adler-Sullivan Auditorium Theater, Chicago, 
Ill., restoration by Harry Weese, Archt., 
Pn aad cdwicaseiacanie ° 
Graham Foundation for Advanced Studies in 
the Fine Arts, Chicago, Il1l., renovation 

by Brenner-Danforth-Rockwell, Archts., 

Mains nies ah 6d aii Oh dlaemls. ceeded casa cen. 
Lincoln Center, NYC, Apr... 
Lincoln Center, NYC, June 


Ce 


eee eee eer eres eees 


Los Angeles County Museum of Art, Los Angel- 


es, Calif., William L. Pereira & Assocs., 
MN Ce Chie kadbieshaeeaa ea adnnoucnaceasaweave 
Shrine of the Book and Senctuary Ser Dead 
Sea Scrolls, Jerusalem, Frederick J. Kies- 
BE, Se ko No 6 060 6556S aS SOs Kase wORS 
Whitney Museum of American Art, NYC, Marcel 
Breuer, Archt., Sept 


EDUCATION BUILDINGS 


Ce 


Bryn Mawr College dormitory, Bryn Mawr, Pa., 


Bees Te, ACNE. WOU 6 o:ociccdicsccvcives 
California, University of, field house, 
Santa Cruz, Calif., Callister, Payne & 
Rosse, Archts., Nov 
Colorado, University of, Engineering 
Sciences Center, Boulder, Colo., Archi- 
tectural Assocs. of Colo., Archts., Nov... 
Harvard University, Larsen Hall, Cambridge, 
Mass., Caudill, Rowlett, Scott, Archts., 
"ND eo iia ovine we 401005465 26 6:% 5bib ainmib ase acee 
Harvara University, William James Hall, 
Cambridge, Mass., Minoru Yamasaki, Archt., 
Bios tarediecede« 
Illinois, University of, Chicane Circle 


Campus, Skidmore, Owings & Merrill, Archts., 


Minn 44:46 em WAG AK Sanleea on pa aebia nen as e400 


Illinois, University ot. Chicago Circle 


Campus, Skidmore, Owings & Merrill, Archts, 


Sept... icccccccce 
Illinois, University of, Chicago Circle 
Campus, administrative offices, Skidmore, 
Owings & Merrill, Archts., June........... 
Marlboro College Library, Marlboro, Vt., 
Ashley, Myer & Assocs., Archts., Dec...... 
MIT, Grover M. Herman Building, Cambridge, 
Mass., Eduardo Catalano, Archt., Nov...... 
MIT, Julius Adams Stratton Building, Cam- 
bridge, Mass., Eduardo Catalano, Nov...... 
Northeastern University, Carl S. Ell Stu- 
dent Center, Boston, Mass., Sheply, Bul- 
finch, Richardson & Abbot, Archts., May... 
School Construction Systems Development 
Program Demonstration building, Palo Alto, 
Calif., Ezra D. Ehrenkrantz, Archt., Apr.. 
Simon Fraser University, Vancouver, BC, 
Canada, Erickson & Massey, Archts., June.. 
Simon Fraser University, Vancouver, BC, 
Canada, Erickson & Massey, Archts., Dec... 
Urbino, Libera Universita di, Italy, 
Giancarlo De Carlo, Archt., Apr..../...+.-- 
Wayne State University, Shapero Hall of 
Pharmacy, Detroit, Mich., Paulsen, Gardner 
& Assocs., Archts., Dec.....ceeceereeeerees 
Yale University, engineering laboratory, 
New Haven, Conn., Marcel Breuer, Archt., 
Yale University, Kline Science Center, New 
Haven, Conn., Philip Johnson, Archt., June 
Yale University, Laboratory of Epidemiology 
and Public Health, New Haven, Conn., Doug- 
las Orr and Philip Johnson, Archts., May.. 
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FOREIGN 


Austria, Vienna, highrise greenhouse, 
Othmar Ruthner, Archt., Dec..............- 
Canada, Goderich, Sifto Salt Mill and ware- 
house, John B. Parkin & Assocs., Archts., 
June...... isd tb anu oun so welch ha 
Canada, Montreal, Habitat 67 for Montreal 
Expo 67, Moshe Safdie, Archt., July/Aug... 
Canada, Montreal, Expo 67 Pavilions, Nov... 
Canada, Montreal, Le Drug, Francios Dalle- 
OE, Pg Bi niin io dik 6050s 0%d00s000% 
Canada, Montreal, Westmount Center, Mies 
van Ger Robe, Archt.., MAY...cccccccccecces 
Canada, Toronto City Hall, Viljo Revell, 
SI 5 5455490 hS444 sede s edo dae Roe e nee 
Canada, Toronto International Airport con- 
trol tower, John B. Parkin & Assocs., June 
Canada, Vancouver, Simon Fraser University, 
Erickson & Massey, Archts., June.........; 
Canada, Vancouver, Simon Fraser University, 
Erickson & Massy, Arcts., Dec.............. 
England, Liverpool, Oriel Chamber and No. 
16 Cook Street, Peter Ellis, Archt., Nov... 
England, London, Canada Estate Apts., Hu- 
bert Bennett (London City Council), Archt., 
i645. can ed oan sdvusbebussesodcenre 
England, London, Economist buildings, Alison 
& Peter Smithson, Archts., May............. 
England, London, Post Office Tower, London 
Ministry of Public Building & Works, Archts, 
BN 60 ands snde b66500 5056000005509 025008 
England, Sheffield, Hyde Park Terraces, Shef- 
field City Architect's Dept., Archts., Sept 
France, Aix-en-Provence, apartments, Candilis 
Josic & Woods, Archts., Sept..........e.e0- 
France, Nimes, Clos d'Orville housing, July/ 
MEDtth5d>< +464se0dsenaudensbaakadseaaenaas 
France, Pa. Swiss Pavilion, Le Corbusier, 
Archt., June..... ce cccccccccccccccccecs 
Germany, Bremen, Sportspalast, Roland Rainer, 
Max Saume and Gunter Hafemann, Archts., 
India, New Delhi, YMCA, The Design Group, 
Archts., DULY/MMIG..ccccccccccccccocccccccce 
Italy, Urbino, Libera Universita di Urbino, 
Giancarlo De Carlo, Archt., Apr........e0-- 
Japan, Ibaraki, Teijin Textile Processing 
Research Laboratory, James Stewart Polshek, 
Archt.., MBy..ccccccccccccccrccccccccsccsece 
Japan, Tokyo, Roman Catholic cathedral, 
Kenzo Tange, Archt., Sept.....csccseeeseees 
Jerusalem, Shrine of the Book and Sanctuary 
for the Dead Sea Scrolls, Frederick Kiesler, 
Archt., Sept... .cccccccccccccccccccsesveces 
Malta, British officers’ family quarters, 
Austin-Smith, Salmon, Lord, Archt., Sept... 
Mexico, Nogales, immigration station, Mario 
Pani, Archt., Sept.....ccsccsccccccscecsers 
Mexico, Pre-Columbian architecture, June... 
Spain, Barcelona, Calle Navas de Tolosa 
Apartments, Martorell, Bohigas & Mackay, 
Archts., July/Aug.....cccecccccsccceseccces 
Spain, Costa Brava nr. Cadaques, house, 
Peter Harnden, Archt., May...eeecccceceeees 
Sweden, Vastra Frolunda, heating plant, Sven 
Brolid, Nils Einar Eriksson, Stig Hanson, 
Walter Kiessling, Archts., May.......s.se0- 
GOVERNMENT BUILDINGS 
Boston City Hall, Kallmann, McKinnell & 
Knowles, Archts., DeC....csescccecccccscees 
Boston Government Center, Apr......seeeeeeee 
Chicago's Civic Center, Apr......seeeeeceees 
Chicago's Civic Center, June.......seeeseeees 
Chicago's Federal Office Building, Mies van 
der Rohe, Archt., APf...cescccccccecesecces 
German Eabassy, Washington, D.C., Egon Eier- 


eeeeereeereeee 


mann, Archt., MAY...-cecceccecceececccccere — 


Immigration station, Nogales, Mexico, Mario 
Pani, Archt., Sept..ccsssseccssceccesseeces 
Post Office Tower, London, England, Minis- 
try of Public Building & Works, Archts., 

DOD. 6c 0cn0 00:5 0.0:610:0:0:00004 4460000000 0:000 00 


Toronto City Hall, Viljo Revell, Archt., 
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Vertical Assembly Building, Cape Kennedy, 
Fla., Urbahn-Roberts-Seelye-Moran, Archts., 


HOTELS/MOTELS 

Sheraton-Boston Hotel, Boston, Mass., 
Charles Lackman Assocs., Archts., May 

HOUSES 

Costa Brava house, nr. Cadaques, Peter 
Garden, Archt., May 

Long Island house, N.Y., aehten Neski, 
Archt., Sept 

McLeod house, Belvedere, Calif., denegh 
Esherick & Assocs., Archts., Apr.. 

McNulty house, Lincoln, Mass., Tom & Mary 
McNulty, Archts., Nov 

HOUSING 

Apartment building, Aix-en-Provence, France, 
Candilis, Josic & Woods, Archts,, Sept... 
British officers’ family quarters, Malta,~ 
Austin-Gmith, Salmon, Lord, Archts., Sept. 

Calle Navas de Tolosa Apartments, Barcelona. 
Spein, Martorell, Bohigas & Mackay, Archts., 
duly/Aug..... mamas 

Canada Estate Apartacats, London, England, 
Bubert Bennett (London County Council), 
Archt., July/Aug..... 

Carillon, San Francisco, Calif., Donald. 
Powers Smith, Archt., June......... 

Chatham Towers, NYC, Kelly & Gruzen, Archts., 

Clos .d'Orville housing, Nimes, France, 
Candilis, Josic & Woods, Archts., July/Aug 

Florence Virtue Cooperative Townhouses, New 
Haven, Conn., John Johansen, Archt., July/ 

Hyde Park Terraces, Sheffield, England, 
Sheffield City Architect's Dept., Archt., 
Sept .cwcceccccsccccees 

James Whitcomb Riley Center, Indianapolis, 
Ind., Perkins & Will, Archts., Sept 

John Hancock Center, Chicago, Il1l., Skid- 
more, Owings & Merrill, Archts., Apr...... 

Habitat 67, Montreal Expo 67, Moshe Safdie, 
Archt., July/Aug..... 2.2... cceeeccecseceees 

Highfield House, Baltimore, Md., Mies van 
der Rohe, Archt., Dec.......eeeeseeeesceee 

Housing action: too little, not quite too 
Late, July/Aug.....-cceccceccccccccccceecs 

Housing design: quality returms to the city, 


Housing in the city: is this the best we 
Can do?, July/Aug.......ccccccecccseseeees 
Housing policy: it must offer a way out of 
Gespair, July/Aug....... cece sececececees 
Housing progress: four steps forward; how 
many back?, July/Aug........c.ccccecceeses 
Low-income housing in Massachusetts, Sept. 
Marina City, Chicago, I11., Bertrand Gold- 
BOG, GCN. , GPR eo ccccccccccccccccoccccss 
New Delhi YMCA guest house, New Delhi, 
India, The Design Group, Archts., July/ 
Pennley Park, Pittsburgh, Pa., Tasso Kat- 
selas, Archt., July/Aug........ccceeseeees 
Pruitt-Igoe housing project, St. Louis, Mo., 
Hellmuth, Yamasaki & Leinweber, Archts., 
Riverbend Project, NYC, Davis, Brody & 
Assocs., Archts., July/Aug.. 
Tiber Island, Washington, D.C., Keyes, 
Lethbridge & Condon, Archts., July/Aug.. 
University Village, NYC, I.M. Pei, Archts., 


Watergate East, Guaheugten, D. C., Luigi 
Moretti, Archt. 
West Side urban renewal, NYC, July/Aug 


INDUSTRIAL BUILDINGS 


Concrete tower for technical equipment, Al- 
berto Rosselli, Archt., Dec 

Sifto salt mill and warehouse, Goderich, 
Ontario, Canada, John B. Parkin & Assocs... 


LABORATORIES 

Salk Institute for Biological Research, La 
Jolla, Calif., Louis I Kahn, Archt., May.. 
Teijin Textile Processing Research Labora- 
tory, Ibaraki, Japan, James Stewart Pol- 
shek, Archt., May.......... 

(See also EDUCATION BUILDINGS) 

OFFICE BUILDINGS 

Brunswick Buiiding, Chicago, I11l., Skidmore, 
Owings & Merrill, Archts., June 

CBS Building, NYC, Eero Saarinen, Archt., 


Economist buildings, London, England, Alison 
& Peter Smithson, Archts., May 

Federal Office Building, Chicago, I11l. 
Mies van der Rohe, Archt., 

First National Bank of Boston Data Proces- 
sing Center, Boston, Mass., Campbell & 
Aldrich, Archts., Dec... 

IBM offices, Cranford, N.J., Victor Lundy, 
Archt., June 

IBM headquarters, Milwaukee, Wis. 

Weese, Archt., Nov......... 

Inland Streel Building, Chicago, Ill, 
more, Owings & Merrill, Archts. 

John Hancock Center, Chicago, I1ll., Skid- 
more, Owings & Merrill, Archts., Apr 
Knights of Columbus Building, New Haven, 
Conn., Eero Saarinen & Assocs., Archts., 
Sept. 

Lincoln aan Life Insurance Co. Building, 
Louisville, Ky., Taliesin Associated, 
Archts., May 

Marina City, Chicago, Ill., 

berg, Archt., Apr 

Monadnock Building, Chicago, Ill., Burnham 
& Root, Archts., Apr 

New Jersey Dept. of Health & Agriculture 
offices & labs, Trenton, N.J., Alfred 
Clauss, Archt., June 

Ne. 16 Cook Street, Liverpool, England, 
Peter Ellis, Archt., Nov 

North Carolina Mutual Life Insurance Co. 
headquarters, Raleigh, N.C., Welton Becket 
& Assocs., Archts., May 

Office & apartment buildings adjacent to UN, 
NYC, Harrison & Abramovitz, Archts., Dec.. 
Oriel Chambers, Liverpool, England, Peter 
Ellis, Archt., Nov 

Pan American Health Organization Building, 
Washington, D.C., Roman Fresnedo Siri, 
Archt., Nov.. 

Place Victoria, Montreal, Canada, Pier Luigi 
Nervi & Luigi Moretti, Archts., May 
Prudential Tower, Boston, Mass., Charles 
Luckman Assocs., Archts, May 

Rohm & Haas Co. office building, Philadel- 
phia, Pa., Pietro Belluschi, Archt., Sept. 
Westmount Center, Montreal, Canada, Mies 
van der Rohe, Archt., May 

RECREATION 

Elephant & Rhinoceros House, London Zoologi- 
cal Gardens, Casson, Conder & Partners, 
APCHES.., BOW. cccccccces 

Harris County domed stadium, Houston, Tex., 
Lloyd & Morgan, with Wilson, Morris, Crain 
& Anderson, Archts., May 

Montreal Expo 67 Pavilions, Montreal, Canada, 


Sportspalast, Bremen, Germany, Roland Rainer, 
with Max Saume and Gunter Hafemann, Archts., 


Heating with light, by Bernard Spring, Apr. 
School Construction Systems Development Pro- 
gram Demonstration Building, Palo Alt«, 
Calif., Ezra D. Ehrenkrantz, Archt.. Apr.. 
TRANS PORTATION 

Milwaukee Railroad Terminal, Milwaukec, 
Wis., K.E. Hornung, Archt., Sept 
Pennsylvania Station, NYC. McKim, Mead & 
White, Archts., 

Toronto International Airport control tower, 
Toronta Ont., Canada, John B. Parkin & 








